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INFO OCT-01 CIAE-00 DODE-OO EB-07 NRC-05 NSAE-00 TRSE-00 

EUR- 12 ERDA-05 ISO-OO MC-02 ACDA-05 EA-07 /044 R 
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R 162104Z DEC 75 
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INFO AMEMBASSY PRAGUE 

CONFIDENTIAL STATE 296180 

EXCON 

E.O. 11652, XGDS-1 
TAGS: ESTC, COCOM, CZ 

SUBJECT: COMPUTERIZED MEDICAL MONITORING AND ANALYSIS 
SYSTEMS TO CZECHOSLOVAKIA - IL 1565 

REF: COCOM DOC. (75)2144 

1) REFDOC SHOULD BE AMENDED TO REFLECT THE FOLLOWING CON- 
FIGURATION CHANGES: 

4 TYPE 567 IB MONITOR DISPLAYS (14") IN LIEU OF 4 TYPE 5667A 
MONITORS(9”) 

5 TYPE 5662C VIDEO GENERATORS (MODEL 4416) IN LIEU OF 5 
TYPE 9 1200 A VIDEO GENERATORS 

2) A COMPARISON OF THE AMENDED TECHNICAL PARAMETERS WITH 
NOTE 4(B) TO IL 1565 IS PROVIDED AS ATTACHMENT 1 HERETO. 
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3) BROCHURES DESCRIBING THE EQUIPMENT PROPOSED FOR SUB 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


STITUTION HAVE BEEN DEPOSITED WITH THE SECRETARIAT. 

4) SUBSTITUTIONS AS CITED ABOVE ARE CONSIDERED MORE 
APPROPRIATE FOR THE INTENDED END-USE OF THE 5600A MEDICAL 
MONITORING SYSTEMS. AND ARE NECESSARY FOR PROPER SYSTEM 

OPERATION. DOLLAR VALUE OF THE ORIGINAL SUBMISSION RE- 
MAINS UNCHANGED. 

5) IT IS HOPED THAT THE SUBJECT CHANGES WILL ENABLE 
FRENCH GOVERNMENT TO GRANT THEIR APPROVAL FOR THE SUBJECT 
TRANSACTION. 

FYI-BROCHURES AND ATTACHMENT AIRMAILED FROM COMMERCE 
ON DECEMBER 12, 1975. END FYI INGERSOLL 
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